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Classified Books 


100-200 PHILOSOPHY—RELIGION 


Harkness, Georgia Elma. The dark night 
of the soul. 1945. 192p. Abingdon-Cokes- 
bury, $1.50. 


Practical, religious approach in the examina- 
tion of the periods of depression that overcome 
many people. Citing instances in the Bible, 
the lives of saints, and contemporary cases, 
the author points out the link between spiri- 
tual, mental, and physical disturbances and 
outlines a method of self-help for the sufferer. 
Some of the material has appeared in the 
Christian Century. Bibliography: p.185-187. 

233 Man (Theology) || Sin 45-3474 


Yale university. Laboratory of applied 
physiology. School of alcohol studies. 
Abridged lectures of the first (1943) sum- 
mer course on alcohol studies at Yale 
university. 1944. 109p. Quarterly journal 
of studies on alcohol, $1; paper, 50c. 

A popular abridgment of 19 lectures on alcohol 
given at Yale university by 14 authorities in 
their respective fields. Both the social and 
scientific aspects of the problem are given 
brief, easily understood treatment. 


*178 [616.861] Alcoholism SG 45-93 


300 SOCIAL SCIENCES 


American academy of political and social 
science, Philadelphia. The disabled vet- 
eran (The Annals. v.239. May 1945). 1945. 
237p. The Academy, 3457 Walnut st., Phila. 
4, $2.50; paper, $2. 

Twenty-four articles which fall under the 
following headings: Magnitude and nature 
of the problem—Legislation—Physical and 
mental rehabilitation—Retraining and reem- 
ployment—Individual and social adjustment— 
Implications for educational agencies. 


*355.115 Disabled—Rehabilitation, etc. 45-4761 


Brassey’s naval annual, 1944; ed. by H. G. 
Thursfield. 1945. [422]p. illus. maps. plans. 
diag. Macmillan, $5. 


Same form as previous issues, covering the 
events of 1943 in the war at sea, including, 


among other topics, the U-boat war, future 
of sea and air transport, landing craft, and the 
air war at sea. Has the usual reference and 
pictorial section. 


*359 Naval art and science—Year-books || Navies— 
Year-books (12-30905) 


Chase, Stuart. Men at work; some demo- 
cratic methods for the power age; in col- 
laboration with Marian Tyler Chase. 1945. 
146p. Harcourt, $2. 


Recognizing the conflicts of the individual with 
the factory, and with a planned society, the 
author cites concrete examples of satisfactory 
solutions to the conflicts. These cases from 
industry and agriculture demonstrate methods 
in training, personnel relations and planned 
projects, such as T.V.A., that can be used in 
long-term programs of adapting the power age 
to man. Nontechnical; readable. Most of the 
articles have appeared in shorter form in the 
Reader’s Digest. : 


*330.973 Employment management || 


Regional 
planning 


45-35098 


Croce, Benedetto. Politics and morals. 
1945. 204p. Philosophical library, 15 E. 40th 
st., N.. ¥... $8. 


Ten essays by the eminent Italian philosopher 
of liberalism in which he considers truth as a 
growing rather than a static force in the 
world. Topics include Free enterprise and 
liberalism, International justice, The bour- 
geoisie, The unending struggle between 
church and state, and the Elements of poli- 
tics. The style is too scholarly and the 
thought too abstract to find wide reception, 
though the author’s undisputed authority 
to speak for an influential school of thought 
makes the ideas and their presentation im- 
portant. Some of the essays are old but are 
here translated into English for the first time. 
Translated from the Italian by Salvatore J. 
Castiglione. 


*320 Political science 45-35095 


Du Bois, William Edward Burghardt. 
Color and democracy: colonies and peace. 
1945. 143p. Harcourt, $2. 


The relation of the color question to world 
peace is discussed with a sure and impassioned 
perception by a militant Negro scholar and 
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leader. The colonial question if not handled 
in an intelligent way will undoubtedly back- 
fire in the face of all peace attempts, accord- 
ing to the author. He also points out the dan- 
ger spots in present plans for world 
organization, as these plans affect the two 
thirds of the earth’s population of darker skin 
which is still largely in economic bondage. 
Much statistical material is included. 


*320.121 Race problems || Reconstruction (1939-  ) 
45-35105 


Hannaford, Earle S. Conference leadership 
in business and industry. 1945. 289p. diag. 
McGraw-Hill, $3. 


A detailed, practical presentation of the tech- 
niques of conference leadership. Covers the 
scope of the conference method, the teaching- 
learning processes and their application in 
conferences, the use of discussion and ques- 
tions, the characteristics of individuals as an 
aid to guidance discussion, and the qualities 
and training of leaders. Formal, textbook 
style; a auiz and suggested exercises and ob- 
servations at the end of most chapters. 


374.24 Debates and debating || Forums (Discussion 
and debate) 45-3102 


Mather, Kirtley Fletcher. Enough and to 
spare; Mother Earth can nourish every 
man in freedom. 1944. 186p. maps. diag. 
Harper, $2. 


An American scientist estimates the earth’s 
potential resources in men and in the things 
man needs for a full life and concludes that 
no one need be deprived of what is necessary 
for a good and full life. The Malthusian popu- 
lation theory is refuted, the constructive rath- 
er than the perverted interpretation of the 
Darwinian theory is emphasized, and a world 
order based on cooperative sharing of the 
world’s goods is urged. Simple tables and dia- 
grams clarify further the forthright text. Bib- 
liography: p.174-179. 


333. Natural resources 44-8520 


Putnam, Carleton. High journey; a decade 
in the pilgrimage of an air line pioneer. 
1945. 308p. maps. Scribner, $2.75. 

The autobiography of a successful air line 
president who, in relating his personal record, 
reveals not only an interesting period in air 
transportation but also his own outlook on 
life. Of particular interest to aviation en- 
thusiasts. 
387.7 45-3759 
Social work year book, 1945, a descrip- 
tion of organized activities in social work 
and in related fields. 8th issue. Editor, 
Russell H. Kurtz. 1945. 620p. 25cm. Russell 
~y foundation, 130 E. 22d st., N. Y. 10, 
B20. 


Part one consists of 75 signed articles, in dic- 
tionary arrangement; part two is made up of 
two directories of national agencies, govern- 
mental and voluntary, and an index. “Atten- 
tion is called to the introduction in this issue 
of several new presentations of subject mat- 
ter. Describing activities previously discussed 
under other titles are the articles The blind, 
Employment services, Japanese-Americans, 
Juvenile behavior problems, Labor and social 
work, Labor standards, Postwar employment, 
Public assistance, Public relations programs 
in social work, Servicemen and _ veterans, 
Sight conservation, and Social insurance. Top- 
ics treated in this issue for the first time are 
Camping, Foreign relief and rehabilitation, 
Interracial and intercultural activities, and 
Seamen’s services.”—Preface. 


360.973 Social service—Year-books || Social serv- 
ice—Societies—Direct. || Charities—U.S. (30-30948) 


Wilson, Eugene Edward. Air power for 
peace. 1945. 184p. diag. McGraw-Hill, $2. 


A coordinated balance in the postwar world 
of air force in its military sense, of civil avia- 
tion, and of aircraft manufacturing will offer 
the greatest hope for peace. Private enterprise 
with government cooperation can best bring 
about this balance. The president of the Aero- 
nautical chamber of commerce of America, in 
making this proposition, records concisely the 
industrial and military history of aviation 
since the first World war, with special empha- 
sis on the part of both army and navy air 
operations in World war II and their implica- 
tions for the future. No index. 


358.4 Air warfare || Aeronautics—U.S. 45-3574 


500-600 NATURAL SCIENCE— 
USEFUL ARTS 


Cantor, Nathaniel Freeman. Employee 
counseling, a new viewpoint in industrial 
eo 1945. 167p. diag. McGraw-Hill, 
2. 


The employee counseling service recognizes 
the importance of the employee’s personal 
problems and his feelings in relation to his 
working efficiency. The recent growth of this 
counseling service is sketched here together 
with a discussion of the aim, the scope, and 
the methods. Case records are frequently 
cited. Bibliography: p.159-163. 

658.3. Employment management || Welfare work in 
industry || Psychology, Applied 45-3267 


Carter, Thomas Donald and others. Mam- 
mals of the Pacific world. 1945. 227p. illus. 
Macmillan, $3. 


Concise, nontechnical descriptions with draw- 
ings of mammals of the Pacific area, arranged 
in classified order. A glossary of the few nec- 
essary technical terms is appended and a 
useful alphabetical listing of geographic areas 
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and the mammal life to be found in each. 
Included also are whales, seals, and dugongs 
of neighboring waters. The authors are on the 
staff of the American museum of natural 
history and this volume is part of a series 
undertaken by the American committee for 
International wild life protection. The series 
is designed to be an “overall picture of the 
Pacific world which will depict for the enlisted 
man and his relatives a variety of data.”— 
Foreword. 


599 Zoology—Islands of the Pacific 


!! Zoology— 
Australia 


45-35099 


Dorrance, Anne. Green cargoes. 1945. 187p. 
Doubleday, $2. 


In this romance of plant travels the author 
sketches the role of plants in voyages of dis- 
covery and the way in which both useful and 
ornamental plants have been developed in 
their native and adopted lands. Spices, tulips, 
potatoes, and marigolds are only:a few of the 
many with long and colorful histories. Useful 
as a simple introduction to the subject. No 
index. 

*580 Plants 


|| Voyages and travels Agr 45-144 


Graumont, Raoul and Hensel, John. Splic- 
ing wire and fiber rope. 1945. 114p. illus. 
diag. 2544cm. Cornell maritime press, $2. 


Descriptive text, drawings, and photographs 
explain and demonstrate many splices, as well 
as blocks and tackles and tools. Although 
there is no mention of it, most of this material 
is taken from the author’s Encyclopedia of 
knots and fancy rope work, as was Square 
knot, tatting, fringe and needle work (BooxK- 
ist 40:337, Je 1 44). Both are useful books 
for either technical or general collections, but 
librarians owning the Encyclopedia should 
know this is not all additional material. 


677.7 Knots and splices 45-3379 


Hadley, Ear] J. The magic powder; 90 illus. 
1945. 382p. plates. Putnam, $3.50. 


The story of the Universal atlas cement com- 
pany reveals many high points in the history 
and use of cement. Supplement of notes, bib- 
liography, and list of officials of the company. 


666.9 Cement—U.S. || Cement industries—U:S. 
45-3009 


Health instruction yearbook, 1944; comp. 
by Oliver E. Byrd; foreword by C. Morley 
Sellery. 1944. 354p. Stanford univ. press, 
Stanford University, Calif., $3. 


Not a textbook but a reference volume for 
public health workers and teachers, bringing 
together the results of research and recent 
knowledge of many aspects of health. Bibli- 
ographies. Partial contents: Health as a social 
problem—Fatigue and _rest—Habit-forming 
substances—Family health—School health— 


Occupational health. 


613.058 Hygiene—Year-books || Hygiene, Public— 
Year-books (43-17407) 


Ickis, Marguerite. Pastimes for the patient; 
illus. by Reba Selden Esh. 1945. 284p. 
illus. diag. A. S. Barnes, $3. 


Crafts, games, drawing, window gardening, 
and music are suggested for the convalescent. 
No special chapter on reading, but a bibliog- 
raphy is listed for many of the pastimes. 
Similar material can be found in other craft 
or game books; the value of this is the selec- 
tion for bedfast or house-bound persons, pre- 
sented with consideration of their limitations. 
No index. 


*680 Convalescence || Handicraft 45-35089 


Pollack, Philip. Careers in science, in col- 
laboration with Vocational guidance re- 
search; Evelyn Steele, director; introd. by 
. C. Madsen. 1945. 222p. plates. Dutton, 
2.75. 


A survey of the kinds of jobs for men and 
women in the fields of chemistry, physics, 
biology, and geology. Theoretical as well as 
practical research is discussed with more at- 
tention to the latter, however. For young 
people. 


507.2 Scientists || Research 45-4430 


Science in progress, by Walter R. Miles 
and others; foreword by Lorande Loss 
Woodruff; ed. by George Alfred Baitsell. 
Fourth series. 1945. 331p. plates. diag. Yale 
univ. press, $3. 


This fourth annual series contains 11 papers 
by scientists on research and its contribution 
in various fields, mainly physics and chemis- 
try. These are technical articles in contrast 
to those in Science year book, listed below, 
in which two of the topics are also presented. 
References for each chapter. 


508 Science—Addresses, essays, lectures 
(39-14778) 


Science year book of 1945; ed. by John D. 
Ratcliff. 1945. 224p. Doubleday, $2.50. 


The fourth annual selection of popularly writ- 
ten articles from such magazines as Time, 
Saturday Evening Post, Hygeia, and Collier’s. 
These are for the most part accounts of the 
fruits of research now being put to use in the 
fields of medicine, aviation, industry, and 
agriculture. No index. 


505.8 Science—Year-books (42-8189) 


Shreve, Randolph Norris. The chemical 
process industries. 1945. 957p. illus. tables. 
diag. McGraw-Hill, $7.50. 


A good coverage of the chemical industry 
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including methods and processes. For the 
student or chemical worker who wants indus- 
trial chemistry from the chemical engineering 
viewpoint. Separate author index. “Over 
a hundred of the illustrations are flow sheets 
taken from the recently issued fourth edition 
of ‘Chem. & Met.’s’ Chemical Engineering 
Flow Sheets. . .”"—Preface. 

660 Chemistry, Technical 45-4157 


Tunick, Arthur M. The technique of band- 
aging and splinting, including sections on 
slings and adhesive plaster strappings; 
illus. by Guy Brown Wiser. 1945. 206p. 
illus. Essential books, 270 Madison ave., 
N. Y.. 16; $3. 


Explicit directions are clearly illustrated by 
drawings. The book includes more variety 
of bandaging than in usual first aid books, 
but it is not definitive; it is intended to give 
the essentials for medical students, nurses, 
or anyone called on to apply a bandage or 
splint. 

*615.8 Bandages and bandaging || First aid in ill- 
ness and injury S G 45-14 


Vanderwalker, Fred Norman. Drake’s cy- 
clopedia of painting and decorating. 1945. 
388p. illus. Frederick J. Drake, 600-610 W. 
Van Buren st., Chic. 7, $3. 


“Methods, tools, materials for home and the 
workshop. Finishing walls, floors, furniture, 
automobiles, boats, houses, etc. Data for arts 
and crafts workers.”—Preface. The subject 
of paint, painting, and decorating well cov- 
ered and explained. Cyclopedia format. This 
is not all new material; some of it is taken 
from the author’s other books. Good index. 
Illustrated. 
698.1 Painting, Industrial || House decoration 
45-1839 


Wells, Zetta (Robart) and Wells, Carveth. 
Raffles, the bird who thinks he is a person; 
with 16 photographs. 1945. 130p. plates. 
Putnam, $2. 


Mrs. Wells’s trained mynah has been a very 
busy bird during the last four years, enter- 
taining on the radio, in night clubs, in veter- 
ans’ hospitals, and selling war bonds. His 
career, home life, and habits are described in 
detail. The first book about Raffles, Raff, the 
jungle bird, was written for children and was 
listed in Booxuist 37:516, Jl 1 41. 


598.8 Mynahs || Birds—Legends and stories 45-4510 


700 FINE ARTS 


Best film plays of 1943-1944; ed. by John 
Gassner and Dudley Nichols. 1945. 694p. 
plates. Crown, $3. 

These 10 film plays were, in the editors’ opin- 
ion, the outstanding ones among those avail- 


able for publication, although not all were 
successes. Introductory articles, casts, com- 
plete dialog, and some notes about action. 
Contents: Wilson—The Purple heart—Going 
my way—The miracle of Morgan’s creek— 
Watch on the Rhine—Dragon seed—The more 
the merrier—The Ox-Bow incident—-Hail the 
conquering hero—Casablanca. 


792 Moving-picture plays (45-4730) 


Chernev, Irving and Harkness, Kenneth. 
An invitation to chess; a picture guide to 
the royal game. 1945. 221p. illus. Simon 
& Schuster, $2. 


This chess primer is clearly illustrated with 
photographs that show the pieces in position 
and how they are moved, and with diagrams. 
The text is simple and lively. The book at- 
tempts to give only rules, basic principles, and 
opening principles—enough to equip the 
beginner. 

794.1 Chess 45-3974 


Corwin, Norman Lewis. On a note of 
aaa 1945. 71lp. Simon & Schuster, 
1.50. 


This is the text of an hour radio program 
given in celebration of Germany’s surrender. 
Carefully prepared in advance, the script is a 
dramatic résumé of what the enemy was like, 
how much it cost to beat him, what was 
learned from the war, and what’s to be done 
next. Technical directions are omitted, but 
typographical arrangement indicates how the 
text was read. 


792 World war, 1939- —Miscellanea 45-4802 


Esquire. Esquire’s 1945 jazz book; ed. by 
Paul Eduard Miller; introd. by Arnold 
Gingrich. 1945. 256p. plates. fold. map. A. 
S. Barnes, $2. 


As a yearbook this stresses performers and 
performances rather than music itself. It 
surveys recent currents of jazz, gives a chro- 
nology of events from October 1943 through 
September 1944, offers hints to collectors, 
presents Esquire’s awards and all-American 
band with comments of the selecting board, 
lists records; and gives brief biographies of 
outstanding jazz musicians with the complete 
recordings of some. One chapter summarizes 
50 years of New Orleans jazz. No index. Also 
in large paper edition at $1. The 1944 Jazz 
book was listed in Booxktist 41:166, Fe 1 45. 


*780.973 Jazz music || Musicians, Americans || 
Jazz music—Discography (44-5259) 


Gaver, Jack and Stanley, Dave, eds. 
There’s laughter in the air! Radio’s top 
comedians and their best shows. 1945. 291p. 
illus. Greenberg, $2. 


Short, lively sketches of the careers of the 
best-known radio comedians, with somewhat 
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condensed scripts illustrating their repre- 
sentative programs. Partial contents: Fred 
Allen—Edgar Bergen and Charlie McCarthy— 
Fibber McGee and Molly—Ed Gardner—Fan- 
ny Brice—Colonel Stoopnagle—Phil Baker— 
The great Gildersleeve—Jack Kirkwood. 

792 Radio. plays || Radio—Biog. 45-4561 


Germaine, Ina M. Handbook of drapery 
patterns; drawings by Susan Gabriel. 1944. 
80p. illus. diag. 2842x22cm. McBride, $2.50. 


Specific instructions for various styles of 
draperies, with relatively large drawings to 
illustrate cutting, pleating, draping, and sew- 
ing. The price may limit purchase to those 
libraries that can afford to supplement ma- 
terial on the subject in books on home sewing 
or in pamphlets. 

747.5 Drapery || House decoration 45-1515 
Graham, Frank. The Brooklyn Dodgers, 
an informal history. 1945. 248p. plates. 
Putnam, $2.75. 


The ups and downs since the turn of the 
century of the baseball world’s most unpre- 
dictable and colorful club, which must be no 
less the story of its ardent and uninhibited 
fan following. The McPhail-Durocher period, 
beginning in 1937 and culminating in the 
National league pennant of 1941, is given es- 
pecially vivid coverage. The earlier days, 
too, of Dazzy Vance and Nap Rucker are 
recalled as a consistent part of a record which 
could never be either conventional or dull. 


796.357 Brooklyn. Base-ball club 


(National 
league) 


45-4599 


Taubes, Frederic. Oil painting for the be- 
ginner. 1945. 148p. illus. diag. 26cm. Wat- 
son-Guptill, 300 W. 42d st., N. Y. 18, $6. 


Basic information on materials and on tech- 
niques of painting a portrait, flowers, a still 
life, and a landscape. The author makes no 
claim to improvement or originality but has 
recommended the methods of conventional 
craftsmanship that he has found most useful 
to students. This is elementary knowledge 
for those who found the author’s Studio 
secrets (Booxuist 40:248, Mr 15 44) too 
advanced. 
751.45 Artists’ materials || Painting—Techniaue 
45-4800 


Watson, Ernest W. and Kent, Norman, eds. 
Watercolor demonstrated. 1945. 100p. illus. 
3042cm. Watson-Guptill, 300 W. 42d st., 
W. ¥. 18, $5. 


“This book discusses the working methods of 
ten watercolorists and in addition reproduces 
characteristic examples of thirteen others.”— 
Preface. Some of the artists have used step- 
by-step sketches to demonstrate their meth- 
ods. Valuable for displaying variety and 
individuality in approach. Some of the ma- 
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terial originally appeared in the magazine 
American Artist. Eight plates in color. 


751.42 Water-color painting—Technique || Water- 
colors, American || Painters, American 45-3892 


Winn, Matt J. Down the stretch; the story 
of Colonel Matt J. Winn, as told to Frank 
G. Menke. 1945. 299p. plates. facsims. 
Smith & Durrell, $3.50. 


The American racing scene for seven decades 
is recalled through the nostalgic reminiscences 
of its most colorful and typical representative. 
The man who has never missed a Kentucky 
derby and who has managed, at one time or 
another, 11 famous race tracks in both the 
U.S. and Mexico has many observations to. 
make on the sport and many stories to tell 
of horses, jockies, trainers, breeders, and of 
classic races. A condensed history of the 
Kentucky derby, Colonel Winn’s first and still 
favorite association, is appended, showing in 
table form the data of its 70 races. 


798.4 Horse-racing— Kentucky Agr 45-137 


Wright, Frank Lloyd. When democracy 
builds. 1945. 130p. plates. 2642cm. Univ. of 
Chic. press, $4. 


The eminent architect, who has long pro- 
pounded his theories of the decentralized city 
as the only confine and outlet for democratic 
living, expands his views here in a style which 
is too symbolic and abstract to appeal to the 
general reader. The nucleus was a lecture 
given at Princeton university, later developed 
into an essay published in 1929 entitled “The 
disappearing city.” The above title represents 
a still fuller expansion of the same theme, 
containing little that is new. 


711.1 Cities and towns—Planning A 45-3051 


800 LITERATURE 


Patrick, John. The hasty heart, a play in 
three acts. 1945. 152p. front. Random 
house, $2. 


A British general hospital in the Far East 
is the scene for this simple tragi-comedy about 
five patients and a nurse who break through 
a Scotsman’s aggressively defensive reserve 
and self-sufficiency. Little of war; largely 
emotional appeal. 


812.5 World war, 1939- —Drama 45-4543 


Peterson, Houston and Lynch, William S. 
Poet to poet, a treasury of golden criticism. 
1945. 368p. Prentice-Hall, $3.50. 


A unique anthology of what poets have said 
of other poets, arranged in chronological order 
according to the poets written about, from 
Homer down to Yeats and Stephen Vincent 
Benét. Indexed by subject and author. 

*808.81 Poets || Poetry—Collections 45-4980 
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900 HISTORY 


Goris, Jan Albert, ed. Belgium; chapters 
by George W. Carpenter and others 
[United nations series]. 1945. 478p. plates. 
maps. tables. Univ. of Calif. press, $5. 


Follows the general pattern of previous vol- 
umes in this series. Contributors are compe- 
tent authorities in their respective fields and 
the scope embraces all phases of the country’s 
life, history, and institutions. Thirty chapters 
cover seven major subjects: The scene, His- 
torical background, Political and constitu- 


‘ tional development, Economic and _ social 


development, Cultural aspects, Belgian Congo, 
and Second World war and after. Bibliogra- 
phy: p.445-454. 
*949.3 Belgium—Hist. || Belgium—Civilization 

A 45-2228 


Ludwig, Emil. The moral conquest of Ger- 
many. 1945. 183p. Doubleday, $2. 


Suggestions for treatment of Germany follow 
an analysis of the German character and cul- 
ture. Disarmament, punishment of war crim- 
inals, economic controls, isolation, education 
using German systems but de-Nazified and 
de-militarized materials, and a _ prolonged 
supervision, are measures discussed. Settle- 
ments and developments after World war I 
are frequently cited. Facile writing. 
940.5314443 Reconstruction (1939- )—Germany 
45-4498 


Martin, Frederick. The Junker menace. 
1945. 155p. maps. Richard R. Smith, $2. 


A penetrating analysis of Prussian Junker 
domination over the minds and institutions 
of the German people. The history of this 
feudal influence dating back many centuries 
is told briefly, and the psychology by which it 
flourished and extended itself is explained in 
such a way as to constitute a constructive 
approach to the German problem. The author’s 
program for the future treatment of Germany 
is given persuasive and realistic presentation. 


940.5314443 Reconstruction (1939- )—Germany | 
Prussia— Nobility 45-4499 


Mauldin, Bill. Up front; text and pictures 
by Bill Mauldin. 1945. 228p. illus. Holt, $3. 


This is not just a book of cartoons, but the 
cartoonist’s own story of the dogfaces, with 
150 drawings from Stars and Stripes picturing 
Willie and Joe and their comrades. Having 
taken part in three beachheads, and served 
with several divisions, Bill Mauldin is sure 
that the “infantry is the group in the army 
which gives more and gets less than anybody 
else”; he writes of their foxhole existence with 
authority, for he is one of them, and with a 
warmth that recalls Ernie Pyle. Both the car- 
toons and the writing are notable, and make 












this a book for all libraries. 


940.5497 World war, 1939- —Humor, caricatures, 
etc. 45-3484 


Stembridge, Jasper Harry. The Oxford 
war atlas. v. III, The war in 1943. 1944. 


[95p.] maps. diag. Oxford univ. press, 
$1.50. 


Maps and charts dealing with events of 1943, 
accompanied by brief text. “The maps illus- 
trate the strategy of the campaigns in Russia, 
Libya, Tunisia, Italy, and the Mediterranean 
area in general; the Allied air offensive 
against Germany; and events in the Pacific 
theatre of war and south-east Asia; the never- 
ceasing Battle of the Atlantic; and the defence 
of the British Commonwealth and Empire. 
The diagrams dealing with such subjects as 
forced labour in Germany, Lend-Lease, Mu- 
tual Aid, and food supplies in relation to relief 
and rehabilitation, may assist in clarifying 
the geographical, economic, and _ political 
background of the present global conflict.”— 
Preface. 


940.5499 World war, 1939- —Maps (42-9100) 


910 DESCRIPTION AND TRAVEL 


Lauterbach, Richard Edward. These are 
the Russians. 1945. 368p. map. Harper, $3. 


Sympathetic and vivid observations by Life’s 
correspondent in the Soviet union on the peo- 
ple, leaders, and life of that country during 
the war. Attitudes of the people as expressed 
in casual everyday conversations rather than 
formal interviews with prominent figures 
characterize this record which contains also 
much eyewitness reporting on the war and 
its aftermath. The last section is a lengthy 
review of ways and means of bringing about 
understanding between the U.S.S.R. and the 
U.S. so that cooperation for world peace may 
be achieved. The author has traveled in Rus- 
sia at various times since 1935 and speaks 
the language. 


914.7 World war, 1939- —Russia || Russia—Descr. 
& trav.—1917- 45-4332 


Rama Rau, Santha. Home to India. 1945. 
236p. Harper, $2.50. 


After most of her life spent in England, where 
her father had been a diplomatic representa- 
tive, a Brahmin girl of sixteen returns to 
Bombay at the outbreak of World war II and 
rediscovers the country of her birth. A 
fresh and penetrating record of her observa- 
tions on Indian life and personalities cul- 
minates in her resolution to come to the U.S. 
for her college education. Here in a demo- 
cratic country she resolves to learn the 
mechanics of democracy so that thus equipped 
she may return to give competent aid to the 
struggle for freedom among her own people. 
915.4 India—Soc. life & cust. 45-4674 
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Thorp, N. Howard. Pardner of the wind, 
story of the southwestern cowboy, in col- 
laboration with Neil M. Clark. 1945. 309p. 
io Caxton printers, Caldwell, Idaho, 
4. 


Reminiscences of life on the range 40 to 50 
years ago. Mr. Thorp was the first to collect 
cowboy songs and was himself a cowboy and 
cattleman. He tells about the kinds of horses 
and cattle and work on the range, and about 
the people he knew—good men, bad men, 
and some women—and repeats tall tales that 
constitute cowboy humor. Some of the anec- 
dotes appeared in his Tales of the chuck wag- 
on. An entertaining addition to cowboy 
literature. 


*917.8 Cowboys 45-35091 


920 OR B BIOGRAPHY 


Borth, Christy. Masters of mass produc- 
tion. 1945. 290p. plates. Bobbs-Merrill, 
$3.50. 


An absorbing account of the men and their 
methods in the development of mass produc- 
tion. Biographical material in narrative form 
about Knudsen, Kaiser, Ford, Kahn, and many 
others. 


926 Engineers, American || World war, 1939- 
45-4267 


Cierplikowski, Antoine. Antoine; introd. 
by Lady Mendl. 1945. 243p. plates. Pren- 
tice-Hall, $2.75. 


The memoirs of the world famous creator of 
hair styles reveal an unexpected breadth of 
human understanding. Interesting stories of 
his many famous and rich clients are mingled 
with his own observations on art and beauty 
as expressions of life. The actual story of his 
rise from an impoverished peasant boyhood 
in Poland to glittering heights of success is 
but a modest portion of a record of a reward- 
ing career, based on varied interests and a 
unique talent. 


B 45-35100 


Kurtz, Margo (Rogers). My rival, the sky. 
1945. 218p. Putnam, $2.50. 


Ecstatic, feminine outpouring in which a girl 
tells what it means to be the wife of a fighter 
pilot. She learned aviation with him during 
college days in California, when he was also 
training for the Olympic games. The wedding 


was postponed when he decided on the U.S. 
Army air forces instead of commercial flying, 
trained at Randolph field, and then did post- 
graduate work. There were brief spells of 
domesticity at army fields before he was sent 
to the Philippines to become one of the pilots 
celebrated in White, Queens die proudly 
(Boox.ist 39:386, Je 1 43) while she did vol- 
unteer work at home and later saw him leave 
for the war in Europe. 


B Kurtz, Frank Allen 45-4711 


Mecklin, John Moffatt. My quest for free- 
dom. 1945. 293p. Scribner, $2.75. 


The spiritual and intellectual pilgrimage of a 
college professor which led him to eventual 
emancipation from the prejudices of a south- 
ern, sectarian boyhood and the shackled aca- 
demic atmosphere of an overgrown industrial 
society. As a teacher at Lafayette college, at 
the University of Pittsburgh, and at Dart- 
mouth for the last 25 years of his career, the 
author’s adventures in living and thinking, 
while he was teaching his students also to live 
and think, take him from a Billy Sunday 
revival to the Acropolis, from embattled 
Pennsylvania during the 1919 steel strike to 
the fishing haunts of French Canada. 


B 45-3956 


Miller, Henry Wise. All our lives, Alice 
Duer Miller. 1945. 229p. plates. Coward- 
McCann, $3. 


The husband of the author of The white cliffs, 
and of many popular light novels, has not at- 
tempted a chronological biography. Instead, 
he calls it a “portrait of a marriage” and in a 
medley of reminiscences, anecdotes, and quo- 
tations from his wife’s writings commemo- 
rates a widely loved woman. 


B Miller, Alice Duer 45-35102 


Orcutt, Reginald. Merchant of alphabets. 
1945. 300p. Doubleday, $3. 


As representative of the Mergenthaler lino- 
type company the author traveled extensively 
in the western hemisphere, in Europe, and in 
the Near East during the 1920’s and 1930's. 
His account of these years is primarily a 
travelog, mainly of Europe and the Near East, 
but his business connections also bring out 
observations on the condition of printing and 
on the origin or change in the alphabets of 
the countries visited. Readable, entertaining. 
B 45-35090 


Alice had a special affection for librarians. They appear in her stories more than once 
and always to illustrate the extraordinary combination of efficiency and good manners 


that all librarians seem to possess. 


She was inclined to think their occupation, the 


atmosphere of books and orderly service, made them so. 
From all our lives, Alice Duer Miller, by Henry Wise Miller. 





Fiction 


Campbell, Grace MacLennan (Grant). The 
higher hill. 1944. 319p. illus. Duell, Sloan & 
Pearce, $2.75. 


Like the author’s Thorn-apple tree (BOOKLIST 
39: 275, Mr 1 43) this is a quiet story of Scotch 
Canadians in the early nineteenth century. 
Intelligent and gifted, Felicity chooses love 
and a home with a warmhearted farm family 
rather than a fine house and a chance to study 
art in the city. The happy life is interrupted 
by the War of 1812 in which all sympathy is 
naturally with the British. No plot and little 
action, but an agreeably comfortable novel. 

45-35096 


Gorman, Herbert Sherman. The wine of 
San Lorenzo. 1945. 472p. Farrar & Rine- 
hart, $3. 


When the Mexicans captured the Alamo, San- 
ta Anna took an orphan boy into his own 
household and brought him up as his son, and 
as a Mexican, even sending him to an Indian 
tribe for training. When the Mexican war 
came, Juan Diego met his own brother fight- 
ing with the gringos. There is a romance, with 
melodrama involved, but this is secondary to 
the novel’s historical interest, for it is a story 
of campaigns and leaders, and of the conflict- 
ing claims of Texans and Mexicans. 


U.S.—Hist.—War with Mexico—Fiction 45-2151 


Hutchinson, Ray Coryton. Interim. 1945. 
186p. Farrar & Rinehart, $2. 


The British sergeant who tells the story was 
stationed in England in the early days of the 
war; losing himself in night maneuvers he 
stumbled into a farmhouse and the strangers 
there became friends. It was not a farmer’s 
family, but a group of distraught individuals 
whose personal problems and _ philosophies, 
rather than action, are the central interest. An 
elderly doctor wants to return to China, his 
wife uses her invalidism to prevent it, his 
daughter debates whether she has an obliga- 
tion to a crippled husband, his son carries on 
the flying that he hates and fears, and a 
refugee anxiously tries to make a place for 
himself. For the reader who wants straight 
narrative the oblique method of telling is a 
deterrent, but those who value Hutchinson 
for the spiritual values which concern him wil] 
enjoy it. 

45-3707 


Kersh, Gerald. Sergeant Nelson of the 
Guards. 1945. 318p. Winston, $2.50. 
The English foot soldier is glorified in this 


episodic narrative and profile of Sergeant Nel- 
son of the Coldstream Guards, one of Eng- 
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land’s oldest regiments. Nelson himself is 
revealed largely through the stories told by 
men who fought with him or were drilled by 
him, and who, in turn, characterize themselves 
in their own stories. Outstanding events in 
the history of the Guards since the seven- 
teenth century and present-day basic training 
are also part of the picture. There is no plot, 
but the book keeps one’s interest. A short 
glossary of British soldiers’ slang is given. 

World war, 1939- —Fiction 45-3352 


Langley, Dorothy. Dark medallion, a novel. 
1945. 225p. Simon & Schuster, $2.50. 


The picture of a southern family’s disintegra- 
tion through false pride and tragic circum- 
stances as reflected in the reactions of its 
nine-year-old orphan granddaughter. Marcy 
Crittenden lives with her paternal grand- 
mother and Aunt Cynthia in a strange house- 
hold where she holds imaginary conversations 
with a _ vividly remembered grandfather. 
Through these conversations and through a 
gradual awakening to things about her, it be- 
comes apparent that the ruination of many 
lives has been caused by this man’s domina- 
tion. For she learns that her own father was 
a suicide, her Uncle Jay is a hopeless drunk- 
ard, and her Aunt Cynthia a morphine addict. 
Both pace and characterization are handled 
expertly. 


45-4370 


Lavin, Mary. The house in Clewe street. 
1945. 530p. Little, $3. An Atlantic monthly 
press book. 


Although the story covers several decades it 
is limited in scope to an intensive portrayal 
of the few members of a well-to-do family in 
a small Irish town and of some of the fellow 
townsmen. World or national events have no 
part in the account of Theodore Coniffe, land- 
lord, of his three strictly kept daughters, and 
of the grandson who is dominated by his 
mother and the two maiden aunts until he 
runs away to an uncertain life in Dublin with 
the servant girl. The characters, the routine 
of the household, and the town itself are made 
vividly real. Some incidents are described 
with a minuteness of detail that occasionally 
borders on the tedious. Appeared in part in 
Atlantic Monthly under the title “Gabriel 
Galloway.” 


45-4017 
Miller, Merle. 
Crowell, $2. 


A close-up of some of the men in the group 
taking a Pacific coral atoll. The colonel, the 


Island 49. 1945. 186p. 
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captain, a correspondent, and various enlisted 
men are portrayed just before the invasion, 
during the fighting, and after the island is 
taken, with flash backs showing their back- 
ground and place in civilian life. A com- 
monly used but effective method to portray 
fighting men. The author has been a Yank 
correspondent in the Pacific. 


World war, 1939- —Fiction 45-4538 


Osborne, Letitia Preston. They change 
their skies. 1945. 239p. illus. Lippincott, 
$2.50. 


Uneventful, light story of a few weeks in a 
pension in Honduras, the temporary home of 
an English foreign office worker, an American 
girl, a few native Hondurans, and several 
German refugees hoping to get to the US. 
Differences in language, customs, and person- 
alities lend piquancy to pension life, romances 
develop, and one refugee gives up hope. 


45-3708 


Prokosch, Frederic. Age of thunder. 1945. 
311p. Harper, $2.50. 


The French underground is the apparent 
subject of this poetic, discursive novel which 
takes a small group of refugees on a five-day 
pilgrimage across occupied France to the 
Swiss border. Actually the characters and 
plot are obscured in a haze of philosophic 
conversations. A young parachutist, assigned 
by British intelligence to seek out traitorous 
elements among the maquis, is the central 
character and travels as one of the group. 
His experiences of arrest, escape, and other 
hazards are projected in a shadowy half-light 
of symbolic language somehow unsuited to 
so virile a theme. 


45-2642 


Sedges, John [pseud.] The townsman. 
1945. 384p. John Day, $2.75. 


Jonathan Goodliffe had not finished the 
schooling on which his heart was set when his 
restless, ne’er-do-well father uprooted his 
English family and dragged them to the 
Kansas prairie. He soon went on with the 
western migration that followed the Civil 
war, but Jonathan stayed to start a school and 
build a town. This is his story, and his fight 
for the kind of place that parents and sober 
citizens wanted, rather than a quick-growing 
cattle town with easy money, wide open to 
saloons and gambling. It is the story, too, of 
the women in his life, of the mother he 
adored, who left him her young children, of 
the plain wife who loved him, and of the 
beautiful fiancée whose desertion saddened 
all his years. A worth-while novel, honestly 
written without artificiality. 


45-35092 


Shattuck, Richard. The half-haunted 
= 1945. 177p. Simon & Schuster, 
2.50. 


The Coreys, father, mother, and three daugh- 
ters, were respectable and dull. This was 
distressing to Mr. Corey’s brother, who in- 
dulged his reforming tendencies by running 
a saloon where respectable people were 
humanized, so he disappeared and the saloon 
became the Coreys’ property. Mrs. Corey and 
the girls moved in, put flowers on the tables, 
gave away drinks, introduced the Eastern 
Star to the pleasures of alcohol, and generally 
upset the routine of the weird collection of 
derelicts who frequented the place. This is 
farce, not whimsy, and will have a limited 
appeal. : 

45-3733 


Sinclair, Upton Beall. Dragon harvest. 
1945. 703p. Viking, $3. 
The sixth volume of the Lanny Budd series 
covers the period from Munich to the fall of 
France. The presidential agent’s busy adven- 
tures as art expert and confidante to the great 
of both American and Europe do not preclude 
two near-fatal love affairs. The pattern of the 
earlier titles is continued here, romanticizing 
without falsifying crucial world events of the 
immediate past. 

45-35107 


LIGHT ROMANCES 


Abbott, Jane Ludlow (Drake). Mary Pat- 
ten’s daughters. 1945. 256p. Lippincott, $2. 
45-4142 


Black, Dorothy. Shadows under the stars. 
1945. 248p. Macrae-Smith, $2. 


45-2143 


Parsons, Peryl Wade. My love is young. 
1945. 256p. Macrae-Smith, $2. 


45-2692 


MYSTERY AND DETECTIVE STORIES 


Allingham, Margery. Pearls before swine. 
1945. 240p. Doubleday, $2. 
45-35093 


Crofts, Freeman Wills. Enemy unseen. 
1945. 262p. Dodd, $2. 
45-3502 


Gardner, Erle Stanley. The case of the 
golddigger’s purse. 1945. 218p. Morrow, $2. 
45-4046 
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Blue ribbon books. Garden City pub. co., 
each, $1. 


Lin, Yu-tT‘anc. Between tears and laughter. 
Wuite, Marion. Sweets without sugar. 


De luxe editions. Garden city pub. co. 


QUEEN, ELLERY, pseud., ed. 101 years’ enter- 
tainment; the great detective stories, 1841- 
1941. 1945. 999p. $1.98. 


45-35104 


Great illustrated classics. Dodd, each, 
$2.50. 


AUSTEN, JANE. Pride and prejudice; with an 
introductory sketch of the author and with 
illustrations of the Jane Austen country. 


Modern library. Random house, each, 
cloth, 95c. 


Maute, Harry Epwarp, ed. Great tales of the 
American West. 1945. 361p. 


45-4772 


Porter, WiILLtiam Sypney. The best short 
stories of O. Henry; selected and with an 
introd. by Bennett A. Cerf and Van H. Cart- 
mell. 1945. 338p. 


45-35106 


Modern library giants. Random house, 
each, $1.45. 


CrerF, BENNETT ALFRED, comp. Three famous 
murder novels: Before the fact, by Francis 
Iles; Trent’s last case, by E. C. Bentley; The 
house of the arrow, by A. E. W. Mason. 1945. 
660p. 


45-35101 


New home library. Blakiston, 1012 Walnut 
st., Phila. 5, each, 69c. 


Henry, Lewis C., ed. 5000 quotations for all 
occasions. 1945. 346p. 
808.8 Quotations, English 


43-3728 


Reference shelf. H. W. Wilson. 


Summers, Rogert E., comp. Dumbarton Oaks 
(v. 18, no. 1) 1945. 267p. $1.25. 
341.1 Washington, D. C. Conversations on inter- 


national organization, 1944 || International organi- 
zation 45-4665 


Sun dial books. Garden City pub. co. 
Forester, Ceciz Scott. The ship. $1. 
Hatt, JAMES Norman. Lost island. 79c. 


Series and Edtttons 
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World pub. co. reprints. 2231 W. 110th st., 
Cleveland. 


Apams, SAMUEL Hopkins. Canal town. $1. 


CLARK, WALTER VAN TiLBuRG. The Ox-Bow 
incident. 49c. 


James, Witt. Horses I’ve known. $1. 
LARDNER, Rinc W. You know me Al. 498c. 


Bedell, Earl L. and Gardner, Ernest G. 
Household mechanics; industrial arts for 
the general shop. 2d ed. 1945. 241p. illus. 
diag. 28142cm. International textbook co., 
Scranton 9, Pa., $2. 


Originally published in 1937, now rearranged 
and expanded, this contains 148 jobs instead 
of 101. New material includes a chapter on 
planning and equipping a home workshop, and 
the use of power machinery. Many new 
illustrations. 


371.426 Industrial arts || Workshop receipts 45-4402 


Blair, Julian M. Practical and theoretical 
photography. 1945. 243p. plates. diag. Pit- 
man, $2.50. 


Based on material used in college classes, and 
suitable for groups studying photography or 
for individual use. Many diagrams and illus- 
trations. First published in 1938, now re- 
issued with revision and some new material. 


770 Photography 45-4683 


Breed, Charles Blaney and Hosmer, 
George L. The principles and practice of 
surveying. v.I, Elementary surveying. 8th 
ed. 1945. 717p. illus. plans. tables. diag. 
Wiley, fabrikoid, $4. 


A slight amount of new material, revision, 
and a new chapter on Public lands surveys 
bring this handbook up to date, but do not 
make it an essential purchase for libraries 
owning the seventh edition. 


526.9 Surveying 45-3846 








Dewey, Melvil. Abridged Decimal classi- 
fication and relativ index. 6th ed. 1945. 
343p. 25cm. Forest press, Lake Placid 
club, N. Y., $4. 


Differs from the previous edition in the ex- 
pansion of a few classes, notably psychology, 
economics, the 610’s, and 700’s. A brief scheme 
for the second World war has been added. 
Simplified spelling has been dropped. 


*025.4 Classification, Decimal 45-4059 
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Fath, Edward Arthur. The elements of 
astronomy. 4th ed. 1944. 386p. illus. diag. 
charts. McGraw-Hill, $3. 


“A non-mathematical textbook for use as an 
introduction to the subject in colleges, uni- 
versities, etc., and for the general reader.” 
—Subtitle. The third edition (BooxKLisT, 
30:357, Jl 34) is not available for comparison. 
The author states: “The part of the book 
referring to the galaxies has been entirely 
rewritten and other material has been added. 
It is believed that no important discovery 
published before the book went to press has 
been omitted.”—Preface. 
520 Astronomy 45-597 
Hudson, William Henry. Green mansions, 
a romance of the tropical forest; illus. by 
E. McKnight Kauffer; foreword by John 
Galsworthy. 1944. 303p. illus. Random 
house, boards with cloth backbone, $3.95. 


Librarians who object to the small Modern 
library edition will prefer this reissue, in 
larger format, with the same colored il- 
lustrations. 

45-35094 


Niles, Blair. The James from Iron Gate 
to the sea; illus. by Edward Shenton 
(Rivers of America). 1945. 335p. illus. map. 
Farrar & Rinehart, $2.50. 


Several chapters have been added and the 
book is no longer limited to the Tidewater 
section of the James. Some material of the 
first edition (Booxuist 35:203, F 15 39), in- 
cluding the chapters on the restoration of 
Williamsburg, has been omitted. 

975.5 James river—Hist. || Virginia—Soc. 
cust. || Virginia—Hist.—Colonial period || 
—Hist.—Civil war 


life & 
Virginia 
45-3637 


Pye, Anne Etheldra (Briscoe) and Shea, 
Nancy. The navy wife. Rev. ed. 1945. 359p. 
Harper, $2.50. 

A small amount of new material brings up to 
date a book published in 1942 (BookKLIsT 
38:342, My 15 42). 


359.12 U.S. Navy || Etiquette || 


E Marriage customs 
and rites 5 


45-4466 


The Radio amateur’s handbook, by the 
headquarters staff of the American radio 
relay league. 22d ed. 1945. 200p. illus. 
tables. diag. American radio relay league, 
West Hartford 7, Conn., paper, $1 in U.S.; 


elsewhere, $1.50. 


In format similar to that of previous editions 
this presents new material for the radio 
amateur including a revised section on the 
War emergency radio service. 


621.3841 Radio, Short wave—Handbooks, manuals, 
etc. (41-3345) 


Toor, Frances. Frances Toor’s new guide 
to Mexico. 1944. 350p. illus. maps. Frances 
Toor studios, distributed by Crown, $2.50. 


Combines some of the information in Frances 
Toor’s guide to Mexico and Frances Toor’s 
motorist guide to Mexico in a compact, small 
volume. Text is concise and suggestive rather 
than descriptive. Covers sightseeing, travel. 
by train, bus, or auto, and lists some hotels, 
with prices. Many maps; illustrations small 
and not very good. 

*917.2  Mexico—Descr. & trav.—Guide-books A 1968 


Welch, Roy Dickinson. The appreciation 
of music. Rev. ed. 1945. 216p. music. Har- 
per, $3; college ed., $1.25. 


“The present edition of this book does not 
differ materially from the original (BooKLIst 
24:275, Ap 28). Some obvious errors have 
been removed, certain sections have been 
recast and lists of musical examples have 
been revised. The intent and the method, 
however, remain as they were. The book is 
a working manual. From first to last it gives 
the reader something to do. Historical and 
critical comment, biography and anecdote are 
used so sparingly as to be negligible.”— 
Preface. 


780.1 Music—Analysis, appreciation 45-4110 


The Writer’s market; ed. by Aron M. 
Mathieu [and] Ruth A. Jones; contains the 
name, address, rate of payment, and edito- 
rial requirements of two thousand five 
hundred markets. 1945. 375p. 2644cm. 
Writer’s digest pub. co., 22 E. 12th st., Cin- 
cinnati 10, $3; paper, $2.15. 


In the same long, narrow form, simulating 
bound galley proofs, with 35 pages more than 
the 1942 edition (Book ist 39:337, Ap 15 43). 
New chapters on photographic syndicates, 
pocket book markets, and book clubs. Zone 
numbers have been added in some, but not 
all, addresses. 

051 [029.6] Publishers 


Publishers and publishing—Gt. Brit. 
ship—Handbooks, manuals, etc. 


and _ publishing—U.S. 
|! Author- 
(31-20772) 





Children’s Books 


Barrett, Lawrence Louis. Twinkle, the 
baby colt; illus. by [the author]. 1945. 
[48]p. illus. Knopf, $1.25. 


A seventeen-day-old colt who thinks he is 
brighter than any other horse except, maybe, 
his mother, learns by sad experience that 
running away isn’t exactly the smart thing to 
do. A pleasing picture book for a younger 
audience, perhaps, than Henry’s Little fellow 
(Book.ist 41:273, My 15 45). Ages 4-7. 


Horses—Stories 45-4228 


Bernhard, Josephine Butkowska. 9 cry- 
baby dolls, a folk-tale adapted by Jose- 
phine B. Bernhard; illus. by Irena Loren- 
towicz. 1945. [24]p. illus. Roy, boards, $1. 


Baby Tolus cried morning, noon, and night 
for no reason at all until one day an old 
granny told of a spell to stop the crying. 
How all the village babies commenced howling 
as a result of the nine cry-baby dolls—made 
from the sleeve of an old shirt and cast into 
passing wagons—makes a delightfully humor- 
ous story. Brightly colored illustrations en- 
hance the flavor of this Polish folk tale. 
Ages 5-8. 


398 Folk-lore—Poland 45-35088 


Bruere, Martha S. (Bensley). Your forests; 
with a foreword by Gifford Pinchot. 1945. 
159p. illus. Lippincott, $2.50. 


For note see adult list (Bookuist 41: 282, Je 1 
45). 


Campbell, Alfred Stuart. The wizard and 
his magic powder; illus. by Kurt Wiese. 
1945. 114p. illus. Knopf, $1.75. 


Nine folk tales from the Channel islands. 
Five of the stories are about a wizard and his 
thinking-cap, and there is one about fairies. 
An entertaining collection covering a new 
field; not indispensable. Large type. Grades 
3-6. 


398 Folk-lore—Channel islands 45-4135 


Carroll, Ruth Robinson and Carroll, Lat- 
robe. School in the sky; 1945. 136p. illus. 
Macmillan, $1.75. 


Eight children (all “punk” in geography), 
their teacher, and a cow take off from Par- 
sons Corner to learn about the world by flying 
around it. Their startling adventures in the 
Sky High, a truly remarkable airplane flown 
by Miss Peckett with only a book of instruc- 
tions to guide her, make good nonsense on the 
whole. This is not a geography. Slight but 
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fun. Grades 3-6. 
45-4769 


Dennis, Morgan. Burlap. 1945. [42]p. illus. 
Viking, boards, $1. 


It was love at first sight when Dick met Bur- 
lap, grandma’s basset hound who was always 
in wrong around the farm. Burlap should 
have been a rabbit scarer and a hunter, but 
he wasn’t particularly interested—until the 
day he and Dick met up with a bear. An 
appealing picture book filled with humor and 
action. Ages 5-8 


Dogs—Stories 45-4229 


Farjeon, Eleanor. A_ prayer for little 
things; pictures by Elizabeth Orton Jones. 
1945. [15]p. illus. Houghton, 85c. 


A prayer about some of the little things so 
important in the small child’s world—fiedg- 
lings, seeds, drops of rain, lambs, foals, and all 
small creatures. Each of the five verses is 
illustrated with appealing pictures. A charm- 
ing little book in the Nursery books series. 
Ages 3-6. 


45-4536 


Gaggin, Eva (Roe). All those Buckles; 
illus. by Mildred Cloete. 1945. 250p. illus. 
Viking, $2. 


Forced out when the army needed their land 
to build an air field, the energetic Buckle 
family—complete with six small children, 
animals, circus chariot, and _ trailer—were 
naturally not welcome in the staid, childless 
neighborhood into which they moved. By the 
end of a week, however, each young Buckle 
had managed to worm his way into the af- 
fections of the neighbors and to help the war 
effort besides. Lively and humorous, but a 
bit confusing and too sweet at times. Grades 
4-6. 


45-4235 


Hawthorne, Hildegarde. Give me liberty; 
pictures by Woodi Ishmael. 1945. 257p. 
illus. Appleton-Century, $2.50. 


Biography of Patrick Henry, idol of the com- 
mon people, beginning when he was fifteen 
years of age and following his career as 
lawyer, politician, and orator. The events 
and figures of Revolutionary days are well 
depicted, but the human interest and enter- 
taining style of the author’s earlier biogra- 
phies are lacking. Slow, solid reading. No 
reference is made to source material. Grade 
9 and up. 


B_ Henry, Patrick 45-4950 
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THE BOOKLIST 





Krauss, Ruth. The carrot seed; pictures 
by Crockett Johnson [pseud.]. 1945. [24]p. 
illus. Harper, $1. 


A little boy planted a carrot seed and every 
day he watered it and watched over it, 
ignoring the skepticism of his family. One day 
the carrot came up just as the little boy had 
known it would. This simple story of a 
child’s faith is told in no more than a hundred 


words, with pictures, shorn of all non- 
essentials, by the creator of Barnaby. 
Ages 3-6. 

45-4530 


Lawson, Robert. Mr. Wilmer; illus. by the 
author. 1945. 218p. illus. Little, $2. 


For note see fiction list, Booxiist 41: 287, Je 
145. Although of limited appeal to adults, this 
whimsical tale of a man who can talk Animal 
will probably be highly entertaining to child- 
ren. Grade 5 and up. 


Little red hen. The little red hen; the old 
nursery tale retold by Helen Dean Fish 
from the version of Nurse Befabbycash; 
pictures by Katharine R. Bernard. 1945. 
[19]p. illus. Houghton, 85c. 


The version told here in rebus form is a com- 
bination of The little red hen and the grain of 
wheat and The fox and the little red hen. The 
book may be of more interest to beginners in 
reading than to nursery age children. The 
large type and distinct colored pictures make 
this more successful than many rebus books. 
Does not replace other editions. Nursery books 
series. Age 3-7. 


45-4531 


Mayer, Edith H. Our Negro brother; illus. 
by Else McKean, with an introd. by Anne 
Coolidge. 1945. 31p. illus. 28%4cm. Shady 
_— 17 E. 96th st., N. Y., boards, 


Short biographical sketches of eight Negroes 
from the fifteenth century to the present— 
Pedro Alonzo Nino, Crispus Attucks, Harriet 
Tubman, Frederick Douglass, Matthew Hen- 
son, George Washington Carver, Mary Mc- 
Leod Bethune, A. Philip Randolph. A useful 
and needed book; significant introduction, 
attractive illustrations. The attempt at ease in 
reading has unfortunately resulted in pages 
of text resembling poetry. Grades 4-7. 
920 Negroes 


45-4987 
Meyer, Jerome Sydney. Picture book of 
astronomy; illus. by Richard Floethe. 1945. 
36p. illus. 2842cm. Lothrop, $1.75. 








An introduction to astronomy for younger 
readers. The direct approach, simple, graphic 
language, and colored pictures successfully 
relate the subject of astronomy to the child’s 
own interests and experiences. Ages 8-12. 

520 Astronomy 45-35097 


Price, Olive M. A donkey for the King; 
decorated by Valenti Angelo. 1945. 73p. 
illus. Whittlesey house, McGraw-Hill, 
$1.75. 


The little grayish-white donkey on which 
Christ made his triumphant entry into Jeru- 
salem is later purchased by a rich man for 
his spoiled son. Dusty, however, being no 
ordinary animal, chooses to belong to the 
lame servant boy thus incurring the anger of © 
the jealous son. Useful as Easter material be- 
cause of the background, but the writing is 
rather artificial and the story tender. Grades 
4-7. 

45-3925 


Shippen, Katherine B. New found world; 
illus. by C. B. Falls. 1945. 262p. illus. 
maps. Viking, $3.50. 


A well-written, colorful history of South 
America and its varied people from the days 
of the earliest explorers to the present time. 
Supplemented with a historical outline of 
events in Latin America, Canada, and the USS. 
during six centuries. Absorbing reading. Bib- 
liography: p.253-255. Junior and senior high 
school. : 
980 South America—Hist. 45-4348 
Yaukey, Grace (Sydenstricker). The land 
of the Chinese people, by Cornelia Spen- 
cer [pseud.]. Photographs by courtesy 
of Asia and World Outlook. 1945. 120p. 
plates. map. Lippincott, $2. 


The author of this new book in the Portraits 
of the nations series writes interestingly, 
from firsthand knowledge and long associa- 
tion, of the land and people of China, with 
about half the book devoted to Chinese his- 
tory. More attractive in format than China, 
country of contrasts (Bookuist 41:95, N 15 
44) by Nourse and Goetz, but neither so 
inclusive nor so readable. Well-chosen photo- 
graphs. Grades 6-9. 

951 China—Hist. || China—Descr. & trav. 45-4043 
Zim, Herbert Spencer. Rockets and jets; 
illus. with drawings by James MacDonald 
and with photographs. 1945. 325p. illus. 
diag. Harcourt, $3. 


For note see adult list. 


Books for Young People 


Compiled by a committee* of the Young People’s Reading Round Table, under the direction 


of Marcaret J. Warp, chairman. 


CroNIN, ARCHIBALD JOSEPH. The green years. 
1944. 347p. Little, $2.50. 


The “green years” of orphaned Robert Shannon’s 
life were those spent in the home of his grand- 
parents in Scotland. While he grew from eight to 
eighteen, his grandmother kept him in order, but 
his old codger of a great-grandfather was his real 
strength. 


Davis, Lavinia (RIKER). A sea between. 1945. 
266p. Doubleday, $2. 


When her fiancé was sent overseas, nineteen-year- 
old Prilly Brighton set out to make the days count 
for something until he returned. For Seventeenth 
summer readers. 


Fast, Howarp MEtvin. Patrick Henry and the 
frigate’s keel, and other stories of a young 
ns 1945. 253p. Duell, Sloan & Pearce, 
2.50. 


This writer has already demonstrated in his novels 
that history is life and the people who live it. 
Here he brings us brief tales of such people as 
Patrick Henry, Jean LaFitte, Daniel Boone, and 
others less famous who helped make us a free 
nation. The 12 stories in the book are reprinted 
from popular magazines. 


Garwoop, DarreE.tt. Artist in Iowa, a life of 
Grant Wood. 1944. 259p. plates. Norton, $3.50. 


Chatty, appreciative account of the typically Ameri- 
can life of the Iowan who so distinguished himself 
in contemporary American art. Good as biography 
or art appreciation. Many plates, but one would 
prefer them in color. 


Go.toms, JosepH. Up at City high. 1945. 217p. 
Harcourt, $2. 


A fine, well-timed story of high school life for older 
boys. Jeff Bennet, from a typical American small 
town in Wisconsin, suddenly finds himself one of 
thousands at New York’s famed City high. There 
he soon discovers the same disturbing forces and 
factions at work which have produced a war-torn 
world. Although the final solution is naturally on 
personal grounds, the relationship between specific 
problems and the larger issues confronting democ- 
racy is clearly stated. 


Gray, EvizaBeTH JANET. Sandy. 1945. 233p. 
Viking, $2. 

At seventeen Sandy wants to be of use in a world 
at war and is irked by the prospect of an idle 
vacation with her aunt, even in their beloved 
summer home in a quiet New Hampshire village. 
Her determination and fine democratic spirit are put 
to the test when she impulsively takes on a job 


as waitress at the local boarding-house, sorely hit 
by wartime shortages of help. Although the author 
might well have endowed her heroine with a 
little less natural superiority, the people and situa- 


tions have reality and make this a good story for 
older girls. 


Grecory, HoLLINGsworTH FRANKLIN. Anything 
a horse can do: the story of the helicopter; 
introd. by Igor Sikorsky. 1944. 243p. plates. 
diag. Reynal & Hitchcock, $3. 


An account of the development of rotary-winged 
aircraft from its experimental stages to the success- 
ful use of the helicopter in military service. Factual, 
as simply told as possible, illustrated from personal 
experience, it will interest older boys. 


HERSEY, JOHN RICHARD. 
1944. 269p. Knopf, $2.50. 


Despite his blundering colonel and apathetic com- 
rades, Major Joppolo, an Italian-American, tried 
to bring democracy to the people of Adano, Italy, 
symbolizing his gift with a bell. For the better 
readers. 


A bell for Adano. 


JENSEN, OLIVER OrMeERoD. Carrier war. 1945. 
172p. illus. maps. Simon & Schuster, $2.50. 


One of the better records of operations in World 
war II, this is an interestingly written and copious- 
ly illustrated account of the work of Task force 58 
and of carrier warfare in the Pacific between 
September 1943 and October 1944. Also available 
in paper-bound edition from Pocket books, 50c. 


KaALasHnikoFrFr, NicHotas. Jumper, the life of a 
Siberian horse; decorations by Edward Shen- 
ton. 1944. 244p. illus. Scribner, $2.50. 


Simply told story of a horse from birth to his 
retirement from active service as a cavalry mount 
in World war I. The author skilfully maintains an 
unusual approach; he tells the story entirely from 
the horse’s point of view. Less lively than My 
friend Flicka or National velvet but for the same 
audience. 


Lamonp, Henry GeEorcE. Dingo, the story of an 
outlaw; illus. by Enos B. Comstock. 1945. 206p. 
illus. Morrow, $2.50. 


Story of a wild dog of the back country of Queens- 
land, northeastern Australia. After a series of 
bloody incidents he emerges a hero, respected by 
both his animal and human companions. The back- 
ground adds to the ever-present appeal of a fine 
dog story. 


MANCHESTER, HarLaAnp. New world of ma- 








*Members of the committee. B. Winifred Jackson, Brooklyn Public Library; Helen L. Smith, Los 
Angeles Public Library; Janet R. T. Stevens, Enoch Pratt Free Library; Margaret Ward, Denver 


Public Library, chairman. 
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chines: research—discovery—invention. 1945. 
313p. plates. Random house, $3. 


In his years as newspaperman and journalist the 
author has made science and invention his par- 
ticular field. He believes that man should be in- 
formed concerning the flood of new machines and 
inventions, now harnessed to war, which will be 
released for peacetime purposes, so that he may 
be prepared for their impact upon his life. Radar, 
television, developments in transportation, syn- 
thetic materials, new techniques in farming are 
dramatically described in simple, non-technical 
language. 


MEANS, FLORENCE (CRANNELL). 
outers; illus. by Helen Blair. 
plates. Houghton, $2. 


Tells the experiences and trials of a family of 
loyal Japanese-Americans moved from their home 
on the Pacific coast to a relocation camp. The 
main concern is with the reactions and adjustments 
of the teen-age brother and sister, Sue and Kim, 
as members of this strange community and with 
their final return “back to America’’—the girl to 
college and the boy into the army. The situation is 
of present-day importance, the characters are real 
people, and the book is a fine contribution to young 
people’s literature. 


The moved 
1945. 154p. 


PAPASHIVILY, GEORGE and PAPASHIVILY, HELEN. 
_ can happen. 1945. 202p. illus. Harper, 


Twenty incidents which show the emergence of 
George, the Russian emigrant, into George, the 
American. Told in his colorful patois, his experi- 
ences range from tragic to hilarious, but always 
beneath the surface lies the essence of democracy. 
Of very general appeal. 


Perry, GEORGE SESSIONS and LEIGHTON, ISABEL. 
Where away, a modern odyssey; with illus. 
by John J. Floherty, jr. 1944. 249p. illus. Whit- 
tlesey house, McGraw-Hill, $2.75. 


True adventures aboard one of the most famous 
ships of World war II, the U.S.S. Marblehead. 
Here is a book for all navy devotees, male and 
female. A lively account of the ship and her crew 
from Pearl harbor, through combat, and on to the 
limping voyage home five months later. 


Ratcuirr, JoHN Drury. Yellow magic; the 


story of penicillin. 1945. 173p. illus. Random 
house, $2. 


Written in a simple, lively style, this shows how 
the researches of many men combined to give 
penicillin to the world, and will appeal to every 
young person who has a scientific turn of mind. 


Ross, Nancy Witson. Westward the women. 
1944. 199p. Knopf, $2.75. 


This saga of the women who helped build the 
Pacific Northwest is written in a lively, anecdotal 
style which leaves the reader with a fresh and 
vivid understanding of the courage and ingenuity 
of the pioneers. Will be especially enjoyed by older 
girls. 


Stone, Ezra CHatm and MELIck, WELDON. Com- 
ing, Major! With drawings by Ray Inman. 
1944. 267p. illus. Lippincott, $2. 


THE BOOKLIST 





When Henry Aldrich of radio fame was inducted 
into the army as plain Ezra Stone, he went right 
on entertaining, but with differences. Friends of 
Private Hargrove will enjoy this gay account of 
another G.I.’s experiences and also gain informa- 
tion about dramatic entertainment within the 
army, from hodge-podge shows to such full- 
fledged productions as ‘“‘This is the army.” 


StropE, Hupson. Timeless Mexico. 1944. 436p. 
Harcourt, $3.50. 


To understand another nation it is as necessary to 
know the country’s past, the struggles of its 
peoples, and the aims and accomplishments of the 
individuals who helped to shape its destiny, as it 
is to follow current events and the actions of its 
present-day leaders. This timely revaluation of our 
next-door neighbor, Mexico, makes excellent back- 
ground reading, comprehensive and authoritative, 
written in an easy, fluid style within the grasp of © 
the older, more serious teen-age readers. 


Srronc, Anna Louise. Peoples of the USSR. 
1944, 246p. illus. Macmillan, $2.50. 


Thoroughly acquainted with her subject, Miss 
Strong successfully promotes a better understand- 
ing of the Russia which emerged from the revolu- 
tion—with its vast resources, its vitality, and its 
many different nationalities merging for general 
unity. Definitely aimed at young people. 


TyLer, Kincpon S. Modern radio; illus. with 
drawings by James MacDonald and with 
hotographs. 1944. 238p. illus. diag. Harcourt, 
2.50. 


In language not too technical for the amateur, the 
author describes today’s radio broadcasting and 
engineering, beginning with the studio and follow- 
ing through to the control rooms, transmitters, and 
receivers. Chapters on frequency modulation, tele- 
vision, and radar will appeal especially to the 
reader who is fascinated by the possibilities of the 
future. 


WELLES, SuMNER. The time for decision. 1944. 
431p. map. Harper, $3. 


A well-thought-out plan for world organization 
with emphasis on the responsibility of the United 
States for successful international cooperation. For 
the better readers who could read People on our 
side, by Snow or They shall not sleep, by Stowe. 


Wotrert, Ira. American guerrilla in the 
Philippines. 1945. 301p. map. Simon & Schus- 
ter, $2.75. 


Wolfert has proved to be one of the best story- 
tellers of the war and he had good material to work 
with in this account of guerrilla activities on Leyte 
island as told to him by Lieutenant I. D. Richard- 
son. An exciting personal narrative of action and 
danger is combined with good factual material on 
native guerrilla tactics and the work of coordination 
by the U.S. army. 


Zim, HERBERT SPENCER. Rockets and jets. 1945. 
336p. illus. diag. Harcourt, $3. 


The amazing progress of aerial rockets, jet-pro- 
pelled planes, and weapons is one of the important 
developments in military techniques of this war. 
The speculation as to the future of rockets will be 
of great interest to boys. 





Free and Inexpensive Material 


Send requests for material direct to the publishers named in the entry. All items listed are paper- 


covered unless otherwise indicated. 


American Council, Institute of Pacific Relations. 1 E. 
54th St., N. Y. 22. 


Labor unions in the Far East, by Eleanor H. Lat- 
timore. 1945, 56p. 10c. An explanation of why 
and how labor standards in East and West should 
be equalized and what labor in the Orient is do- 
ing toward raising its own standards. 


Andrew, Lucy Brett. Practical patent procedure. 
1945. 32p. The author, 15 Ivy Close, Forest Hills, 
Long Island, $1. Explains briefly with model letters 
and forms just what the legally inexperienced in- 
ventor may expect as he goes about making secure 
his invention. 


Baldwin, Emma V. Book buying, how the librarian 
can effect savings in time, trouble, and money. n.d. 
12p. Baker & Taylor Co., 55 Fifth Ave., N. Y. 3, free. 
An up-to-date revision of a pamphlet written some 
15 years ago as an aid to the inexperienced librari- 
an in making the most of her book budget. 


Carmer, Carl. Taps is not enough. 1945. 12p. Holt, 
cloth, $1. A dialog in verse, broadcast over CBS on 
May 8, 1945, as part of the V-E day program, which 
constitutes a moving, idealistic memorial to World 
war II’s unknown soldier and to those principles 
for which he died. 


Herman, Vic. Winnie the Wac; foreword by Carole 
Landis. 1945. [108]p. David McKay, Washington 
Sq., Phila. 6, $1. Amusing cartoons showing the life 
and trials of life in the Woman’s Army Corps. 


Howard, Harry Paxton. The future of the Far East. 
1944. 27p. Post War World Council, 112 E. 19th St., 
N. Y., 10c. An anti-imperialist analysis of Ameri- 
can and British relations with the Orient. Reprinted 
from International Postwar Problems. 


Kellogg, Lucien. Head writing made easy. 1944. 44p. 
The author, 150 N. Main St., Salt Lake City 3, Utah, 
$1. Two copies or more, 75c each. Concrete in- 
structions, with many examples, for newspapermen 
writing heads. 


Lariar, Lawrence. Bed and bored; illus. by [the 
author]. 1945. 160p. illus. 26cm. Whittlesey house, 
McGraw-Hill, leatherette, $1.98. Upwards of 1000 
puzzles, quizzes, cartoons, and other suggestions to 
amuse and occupy the convalescent. 


Mathews, Basil. Unfolding drama in southeast Asia. 
1944. 184p. fold. map. Friendship Press, cloth, $1. 
Peoples of the western Pacific, southeast Asia, and 
the East Indies are described as to their history, 
culture, relations with occidental countries, and 
their role in coming years. Responsibility of Chris- 
tian missions is emphasized. 


National Council of American-Soviet Friendship, 114 
E. 32d St., N. Y. 16, each, 10c. 
Inside liberated Poland, by Anna Louise Strong. 
n.d. 47p. 
Partners for peace; U.S.A.-U.S.S.R. nations united 
for victory, peace and prosperity. [1945]. 47p. “A 
selection of the leading addresses delivered at the 


American-Soviet Friendship rally in Madison 
Square Garden, the Red Army day celebration 
and International Women’s day broadcast, 1944- 
1945.”—Subtitle. Addresses by Lord Halifax, Sec- 
retary Stettinius, Henry J. Kaiser, Field Marshal 
Wilson, and others. 


National Council of Teachers of English. NCTE 
pamphlets on communication. 211 W. 68th St., Chic. 
at. : 


Skill in listening, by Alice Sterner and others. 
1944, 48p. 35c. A compact discussion and analysis 
of the listening skills for high school classes, with 
suggestions for using broadcasts. 


National Planning Association. The stakes of Bret- 
ton Woods, a statement by the Committee on Inter- 
national Policy of the Association. April 1945. 24p. 
The Association, 800 21st St., N.W., Washington 6, 
D. C., 25ce. Discussion of the Bretton Woods mone- 
tary proposals showing pros and cons. 


Partridge, Helen. How to make a speech and enjoy 
it; illus. by Mary Stevens. 1944. 23p. illus. Nation- 
al Publicity Council, 130 E. 22d St., N. Y. 10, 75c. 


Plan book, American cooperative Christianity; pre- 
pared by the Inter-Council Field Department repre- 
senting the Federal Council of the Churches of 
Christ in America and others. 1945. 96p. Friend- 
ship Press, 20c. A coordinated picture of the work 
of seven well-known interdenominational agencies 
of the Christian church, showing their interrelation- 
ships. 
oe 

Pope, Clifford H. Amphibians and reptiles of the 
Chicago area. 1944. 275p. illus. Chicago Natural 
History Museum, Grant Park, Chic., $1.75. Attrac- 
tively presented and _ illustrated descriptions of 
amphibians and reptiles of the area within a 70- 
mile radius of Chicago. Terms are popular rather 
than technical. 


Reeve, Juliet and others, comps. Sourcebook on 
peacetime conscription; ed. by Theodore Paullin. 
Nov. 1944. 52p. American Friends Service Commit- 
tee, 20 S. 12th St., Phila. 7, 25c. Quotations for and 
against military training in peacetime and statistics 
to back up both points of view. 


South Africa on service, a pictorial record of the 
Union of South Africa’s work on the home front, 
1939-1943, with foreword by Field Marshal the 
Right Hon. J. C. Smuts, Prime Minister, and a 
message from the Director-General of Supplies, Dr. 
H. J. van der Bijl. 1944. 78p. illus. Free from the 
Director, South African Government Information 
Office, 500 Fifth Ave., N. Y. 


Waxman, Julia. Race relations; a selected list of 
reading on racial and cultural minorities in the 
United States with special emphasis on Negroes. 
1945. 47p. Julius Rosenwald Fund, 4901 Ellis Ave., 
Chic. 15, free. Briefly annotated entries of book, 
pamphlet, and periodical material following a sub- 
ject classified arrangement for the most part. Con- 
tains a special section of materials for children. 
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Suggested for Young People * 


Borth. Masters of mass production. 300. 
Bruére. Your forests. In June 1, p.282. 
Corwin. On a note of triumph. 297. 
Esquire. Esquire’s 1945 jazz book. 297. 
Graham. The Brooklyn Dodgers. 298. 
Krasna. Dear Ruth. In June 1, p.284. 


Lawson. Mr. Wilmer. In June 1, p.287. 
Pollack. Careers in science. 296. 

Porter. Best short stories of O. Henry. 303. 
+Rama Rau. Home to India. 299. 

Science yearbook for 1945. 296. 

Shippen. New found world. 306. 


‘This list is intended primarily as an introduction to adult books. See children’s list, p.305. 


{For mature readers. 


Suggested for the Small Library 





Chase. Men at work. 294. 

Chernev. An invitation to chess. 297. 
Dorrance. Green cargoes. 296. 

Du Bois. Color and democracy. 294. 
Gaver. There’s laughter in the air! 297. 
Graham. The Brooklyn Dodgers. 298. 
Mauldin. Up front. 299. 

Rama Rau. Home to India. 299. 

Thorp. Pardner of the wind. 300. 


Fiction 


Kersh. Sergeant Nelson of the Guards. 301. 


Lavin. The house in Clewe street. 301. 
Osborne. They change their skies. 302. 
Sedges, The townsman. 302. 


Children’s Books 


Dennis. Burlap. 305. 

Farjeon. A prayer for little things. 305. 
Mayer. Our Negro brother. 396. 

Meyer. Picture book of astronomy. 306. 
Shippen. New found world. 306. 

Yaukey. The land of the Chinese people. 306. 


Selected for Future Listing 





Albrand, Martha. None shall know. Little, $2. 
(fiction) 

Chernick, Jack and Hellickson, George C. 
Guaranteed annual wages. Univ. of Minn. 
press, $2.50. 

Coldwell, M. J. Left turn, Canada. Duell, 
Sloan & Pearce, $2.75. 

Cole, Fay-Cooper. The peoples of Malaysia. 
Van Nostrand, $4. 

Cooper, Morley. The cruising yacht. Whit- 
tlesey house, McGraw-Hill, $3. 

Cott, Ted. The Victor book of musical fun. 
Simon & Schuster, $1.50. 

Cowdrey, Bartlett and Williams, Hermann 
Warner. William Sidney Mount. Pub. for 
the Metropolitan museum of art by Colum- 
bia univ. press, $5. 

Evans, Luther Harris. The Virgin islands, 
from naval base to New deal. J. W. Edwards, 
$3.50. 

Finletter, Thomas K. Can representative gov- 
ernment do the job? Reynal & Hitchcock, $2. 

Fraser, Lindley. Germany between two wars. 
Oxford univ. press, $2.50. 


Genovese, J. Gen. We flew without guns. 
Winston, $2.50. 


Grinstead, Frances. The high road. Double- 
day, $2.50. (fiction) 


Haystead, Ladd. If the prospect pleases: the 
West the guidebooks never mention. Univ. 
of Okla. press, $2.50. 

Huntington, Ellsworth. Mainsprings of civili- 
zation. Wiley, $4.75. 

Koestler, Arthur. The yogi and the commissar, 
and other essays. Macmillan, $2.75. 

Lofts, Norah. Jassy. Knopf, $2.50. (fiction) 
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